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SERVICE DELIVERY BUDGET IMPLEMENTATION PLAN - COMPONENT 4 - OPERATING 

FX CODE 

FX DESCRIPTION 

GL CODE 

PROJECT DESCRIPTION 

DRAFT BUDGET 
AMOUNT 
2018/2019 

DRAFT BUDGET 
AMOUNT 
2019/2020 

DRAFT BUDGET 
AMOUNT 
2020/2021 

WARD NUMBER 

RESPONSIBLE 

DEPUTY MUNICIPAL 

MANAGER 

WARD COUNCILLOR 

FX001001003 

Cemeteries Funeral Parlours and Crematoriums 

222J32 

Machine Tools (Repairs To) - Unplanned Maintenance - Material 

78 000 

82 700 

87 200 

All Wards 

MATHEBULA STM 

All Councillors 

FX001001003 

Cemeteries Funeral Parlours and Crematoriums 

228_A2 

Parks Maintenance - Planned Maintenance - Material 

65 600 

69 500 

73 300 

All Wards 

MATHEBULA STM 

All Councillors 

FX001001003 

Cemeteries Funeral Parlours and Crematoriums 

228_A4 

Parks Maintenance - Planned Maintenance - Contracted Services 

903 100 

957 300 

1 010 000 

All Wards 

MATHEBULA STM 

All Councillors 

FX001001005001 

Buildings Maintenance 

194_A2 

Air Conditioners - Planned Maintenance - Material 

21 600 

22 900 

24 200 

All Wards 

HLELAS 

All Councillors 

FX001001005001 

Buildings Maintenance 

194_A4 

Air Conditioners - Planned Maintenance - Contracted Services 

77 600 

82 300 

86 800 

All Wards 

HLELAS 

All Councillors 

FX001001005001 

Buildings Maintenance 

194 J32 

Air Conditioners - Unplanned Maintenance - Material 

13100 

13 900 

14 700 

All Wards 

HLELAS 

All Councillors 

FX001001005001 

Buildings Maintenance 

194 J34 

Air Conditioners - Unplanned Maintenance - Contracted Services 

981 700 

1 040 600 

1 097 800 

All Wards 

HLELAS 

All Councillors 

FX001001005001 

Buildings Maintenance 

196_A2 

Building Equipment Electrical - Planned Maintenance - Material 

134 900 

143 000 

150 900 

All Wards 

HLELAS 

All Councillors 

FX001001005001 

Buildings Maintenance 

196 _A4 

Building Equipment Electrical - Planned Maintenance - Contracted Services 

58 400 

61 900 

65 300 

All Wards 

HLELAS 

All Councillors 

FX001001005001 

Buildings Maintenance 

196 J32 

Building Equipment Electrical - Unplanned Maintenance - Material 

85 000 

90100 

95100 

All Wards 

HLELAS 

All Councillors 

FX001001005001 

Buildings Maintenance 

196 J34 

Building Equipment Electrical - Unplanned Maintenance - Contracted Services 

13100 

13 900 

14 700 

All Wards 

HLELAS 

All Councillors 

FX001001005001 

Buildings Maintenance 

198_A2 

Buildings Structural - Planned Maintenance - Material 

117 700 

124 800 

131 700 

All Wards 

HLELAS 

All Councillors 

FX001001005001 

Buildings Maintenance 

198_A4 

Buildings Structural - Planned Maintenance - Contracted Services 

183 300 

194 300 

205 000 

All Wards 

HLELAS 

All Councillors 

FX001001005001 

Buildings Maintenance 

198 J32 

Buildings Structural - Unplanned Maintenance - Material 

82 200 

87100 

91 900 

All Wards 

HLELAS 

All Councillors 

FX001001005001 

Buildings Maintenance 

216„A2 

Grounds And Fencing - Planned Maintenance - Material 

11 300 

12 000 

12 700 

All Wards 

HLELAS 

All Councillors 

FX001001005001 

Buildings Maintenance 

216_A4 

Grounds And Fencing - Planned Maintenance - Contracted Services 

20 600 

21 800 

23 000 

All Wards 

HLELAS 

All Councillors 

FX001001005001 

Buildings Maintenance 

216J32 

Grounds And Fencing - Unplanned Maintenance - Material 

5 400 

5 700 

6 000 

All Wards 

HLELAS 

All Councillors 

FX001001005001 

Buildings Maintenance 

222J34 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

9 800 

10 400 

11 000 

All Wards 

HLELAS 

All Councillors 

FX001001005001 

Buildings Maintenance 

228_A2 

Parks Maintenance - Planned Maintenance - Material 

211 000 

223 700 

236 000 

All Wards 

HLELAS 

All Councillors 

FX001001005001 

Buildings Maintenance 

228_A4 

Parks Maintenance - Planned Maintenance - Contracted Services 

49 200 

52 200 

55100 

All Wards 

HLELAS 

All Councillors 

FX001001005001 

Buildings Maintenance 

232_A2 

Plumbing - Planned Maintenance - Material 

8 500 

9 000 

9 500 

All Wards 

HLELAS 

All Councillors 

FX001001005001 

Buildings Maintenance 

232J32 

Plumbing - Unplanned Maintenance - Material 

20 200 

21 400 

22 600 

All Wards 

HLELAS 

All Councillors 

FX001001005001 

Buildings Maintenance 

232J34 

Plumbing - Unplanned Maintenance - Contracted Services 

4100 

4 300 

4 500 

All Wards 

HLELAS 

All Councillors 

FX001001005002 

Halls 

194_A4 

Air Conditioners - Planned Maintenance - Contracted Services 

4 700 

5 000 

5 300 

All Wards 

MATHEBULA STM 

All Councillors 

FX001001005002 

Halls 

194 J34 

Air Conditioners - Unplanned Maintenance - Contracted Services 

13 500 

14 300 

15100 

All Wards 

MATHEBULA STM 

All Councillors 

FX001001005002 

Halls 

196_A2 

Building Equipment Electrical - Planned Maintenance - Material 

20 500 

21 700 

22 900 

All Wards 

MATHEBULA STM 

All Councillors 

FX001001005002 

Halls 

196 J32 

Building Equipment Electrical - Unplanned Maintenance - Material 

30 500 

32 300 

34100 

All Wards 

MATHEBULA STM 

All Councillors 

FX001001005002 

Halls 

198 _A2 

Buildings Structural - Planned Maintenance - Material 

12 500 

13 300 

14 000 

All Wards 

MATHEBULA STM 

All Councillors 

FX001001005002 

Halls 

198 J32 

Buildings Structural - Unplanned Maintenance - Material 

15 200 

16100 

17 000 

All Wards 

MATHEBULA STM 

All Councillors 
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FX001001005002 

Halls 

198 J34 

Air Conditioners - Unplanned Maintenance - Contracted Services 

14100 

14 900 

15 700 

All Wards 

MATHEBULA STM 

All Councillors 

FX001001005002 

Halls 

222J34 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

11 600 

12 300 

13 000 

All Wards 

MATHEBULA STM 

All Councillors 

FX001001005002 

Halls 

228_A2 

Parks Maintenance - Planned Maintenance - Material 

30 800 

32 600 

34 400 

All Wards 

MATHEBULA STM 

All Councillors 

FX001001005002 

Halls 

228_A4 

Parks Maintenance - Planned Maintenance - Contracted Services 

195 400 

207 100 

218 500 

All Wards 

MATHEBULA STM 

All Councillors 

FX001001005002 

Halls 

232_A2 

Plumbing - Planned Maintenance - Material 

43 000 

45 600 

48100 

All Wards 

MATHEBULA STM 

All Councillors 

FX001001005002 

Halls 

232J32 

Plumbing - Unplanned Maintenance - Material 

3 000 

3 200 

3 400 

All Wards 

MATHEBULA STM 

All Councillors 

FX001001006001 

Libraries and Archives 

194_A4 

Air Conditioners - Planned Maintenance - Contracted Services 

22 600 

24 000 

25 300 

All Wards 

MATHEBULA STM 

All Councillors 

FX001001006001 

Libraries and Archives 

194 J34 

Air Conditioners - Unplanned Maintenance - Contracted Services 

2 200 

2 300 

2 400 

All Wards 

MATHEBULA STM 

All Councillors 

FX001001006001 

Libraries and Archives 

196_A2 

Building Equipment Electrical - Planned Maintenance - Material 

2 800 

3 000 

3 200 

All Wards 

MATHEBULA STM 

All Councillors 

FX001001006001 

Libraries and Archives 

196 J32 

Building Equipment Electrical - Unplanned Maintenance - Material 

4 200 

4 500 

4 700 

All Wards 

MATHEBULA STM 

All Councillors 

FX001001006001 

Libraries and Archives 

198_A2 

Buildings Structural - Planned Maintenance - Material 

6 000 

6 400 

6 800 

All Wards 

MATHEBULA STM 

All Councillors 

FX001001006001 

Libraries and Archives 

198 J32 

Buildings Structural - Unplanned Maintenance - Material 

6 000 

6 400 

6 800 

All Wards 

MATHEBULA STM 

All Councillors 

FX001001006001 

Libraries and Archives 

228_A2 

Parks Maintenance - Planned Maintenance - Material 

6 500 

6 900 

7 300 

All Wards 

MATHEBULA STM 

All Councillors 

FX001001006001 

Libraries and Archives 

232_A2 

Plumbing - Planned Maintenance - Material 

5 800 

6100 

6 400 

All Wards 

MATHEBULA STM 

All Councillors 

FX001001006001 

Libraries and Archives 

232J32 

Plumbing - Unplanned Maintenance - Material 

4 500 

4 800 

5100 

All Wards 

MATHEBULA STM 

All Councillors 

FX001001008 

Museums and Art Galleries 

198 J32 

Buildings Structural - Unplanned Maintenance - Material 

1 700 

1 800 

1 900 

All Wards 

MATHEBULA STM 

All Councillors 

FX001001008 

Museums and Art Galleries 

232_A2 

Plumbing - Planned Maintenance - Material 

1 300 

1 400 

1 500 

All Wards 

MATHEBULA STM 

All Councillors 

FX001001008 

Museums and Art Galleries 

232J32 

Plumbing - Unplanned Maintenance - Material 

1 300 

1 400 

1 500 

All Wards 

MATHEBULA STM 

All Councillors 

FX001002008 

Disaster Management 

226J34 

Office Machinery (Repairs To) - Unplanned Maintenance -Contracted Services 

3 000 

3 200 

3 400 

All Wards 

MATHEBULA STM 

All Councillors 

FX002001001001 

Marketing and Customer relations 

222_A4 

Machine Tools (Repairs To) - Planned Maintenance - Contracted Services 

1 000 

1 100 

1 200 

All Wards 

KHUMALO N 

All Councillors 

FX002001001001 

Marketing and Customer relations 

222J34 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

1 100 

1 200 

1 300 

All Wards 

KHUMALO N 

All Councillors 

FX002001001001 

Marketing and Customer relations 

224_A2 

Meters - Planned Maintenance - Material 

1 011 100 

1 071 800 

1 130 700 

All Wards 

KHUMALO N 

All Councillors 

FX002001001001 

Marketing and Customer relations 

226J34 

Office Machinery (Repairs To) - Unplanned Maintenance -Contracted Services 

1 000 

1 100 

1 200 

All Wards 

KHUMALO N 

All Councillors 

FX002001001001 

Marketing and Customer relations 

238„A2 

Retie. Maintenance - Planned Maintenance - Material 

660 600 

700 200 

738 700 

All Wards 

KHUMALO N 

All Councillors 

FX002001001001 

Marketing and Customer relations 

238_A4 

Retie. Maintenance - Planned Maintenance - Contracted Services 

- 

- 

- 

All Wards 

KHUMALO N 

All Councillors 

FX002001001001 

Marketing and Customer relations 

238J32 

Retie. Maintenance - Unplanned Maintenance - Material 

1 154 300 

1 223 600 

1 290 900 

All Wards 

KHUMALO N 

All Councillors 

FX002001001001 

Marketing and Customer relations 

238J34 

Treatment-Sewerage Services 

4 013 900 

4 254 700 

4 488 700 

All Wards 

KHUMALO N 

All Councillors 

FX002001001004 

Electricity Distribution 

196_A2 

Building Equipment Electrical - Planned Maintenance - Material 

2 000 

2100 

2 200 

All Wards 

KHUMALO N 

All Councillors 

FX002001001004 

Electricity Distribution 

196 J32 

Building Equipment Electrical - Unplanned Maintenance - Material 

4 200 

4 500 

4 700 

All Wards 

KHUMALO N 

All Councillors 

FX002001001004 

Electricity Distribution 

198_A2 

Buildings Structural - Planned Maintenance - Material 

120 000 

127 200 

134 200 

All Wards 

KHUMALO N 

All Councillors 


X62556-1 


COMPONENT 4-OPERATING 


2018/03/29 







3 


ANNEXUREJ 


FX CODE 

FX DESCRIPTION 

GL CODE 

PROJECT DESCRIPTION 

DRAFT BUDGET 
AMOUNT 
2018/2019 

DRAFT BUDGET 
AMOUNT 
2019/2020 

DRAFT BUDGET 
AMOUNT 
2020/2021 

WARD NUMBER 

RESPONSIBLE 

DEPUTY MUNICIPAL 

MANAGER 

WARD COUNCILLOR 

FX002001001004 

Electricity Distribution 

198_A4 

Buildings Structural - Planned Maintenance - Contracted Services 

26 800 

28 400 

30 000 

All Wards 

KHUMALO N 

All Councillors 

FX002001001004 

Electricity Distribution 

198 J32 

Buildings Structural - Unplanned Maintenance - Material 

40 000 

42 400 

44 700 

All Wards 

KHUMALO N 

All Councillors 

FX002001001004 

Electricity Distribution 

216_A4A 

Grounds And Fencing - Planned Maintenance - North Contracted Services 

414 000 

438 800 

462 900 

All Wards 

KHUMALO N 

All Councillors 

FX002001001004 

Electricity Distribution 

219_A2 

Protection Maintenance - Planned Maintenance - Material 

738 500 

782 800 

825 900 

All Wards 

KHUMALO N 

All Councillors 

FX002001001004 

Electricity Distribution 

222J34 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

59 800 

63 400 

66 900 

All Wards 

KHUMALO N 

All Councillors 

FX002001001004 

Electricity Distribution 

224_A2 

Meters - Planned Maintenance - Material 

253 700 

268 900 

283 700 

All Wards 

KHUMALO N 

All Councillors 

FX002001001004 

Electricity Distribution 

224_A4 

Meters - Planned Maintenance - Contracted Services 

199 200 

211 200 

222 800 

All Wards 

KHUMALO N 

All Councillors 

FX002001001004 

Electricity Distribution 

228_A4 

Parks Maintenance - Planned Maintenance - Contracted Services 

10 800 

11 400 

12 000 

All Wards 

KHUMALO N 

All Councillors 

FX002001001004 

Electricity Distribution 

238J5A2 

Retie. Maintenance - Planned Maintenance - Material Retie West 

1 007 800 

1 068 300 

1 127100 

All Wards 

KHUMALO N 

All Councillors 

FX002001001004 

Electricity Distribution 

238J5A4 

Retie. Maintenance - Planned Maintenance - Contracted Services Retie West 

965 200 

1 023 100 

1 079 400 

All Wards 

KHUMALO N 

All Councillors 

FX002001001004 

Electricity Distribution 

238J5B2 

Retie. Maintenance - Unplanned Maintenance - Material Retie West 

1 022 000 

1 083 300 

1 142 900 

All Wards 

KHUMALO N 

All Councillors 

FX002001001004 

Electricity Distribution 

238J5B4 

Retie. Maintenance - Unplanned Maintenance - Contracted Services Retie West 

1 190 200 

1 261 600 

1 331 000 

All Wards 

KHUMALO N 

All Councillors 

FX002001001004 

Electricity Distribution 

238JA2 

Retie. Maintenance - Planned Maintenance - Material 132Kv Distribution 

1 712 800 

1 815 600 

1 915 500 

All Wards 

KHUMALO N 

All Councillors 

FX002001001004 

Electricity Distribution 

238JA4 

Retie. Maintenance - Planned Maintenance - Contracted Services 132Kv Distribution 

3 214100 

3 406 900 

3 594 300 

All Wards 

KHUMALO N 

All Councillors 

FX002001001004 

Electricity Distribution 

238JB2 

Retie. Maintenance - Unplanned Maintenance - Material 132Kv Distribution 

862 800 

914 600 

964 900 

All Wards 

KHUMALO N 

All Councillors 

FX002001001004 

Electricity Distribution 

238JB4 

Retie. Maintenance - Unplanned Maintenance - Contracted Services 132Kv Distribution 

1 319 400 

1 398 600 

1 475 500 

All Wards 

KHUMALO N 

All Councillors 

FX002001001004 

Electricity Distribution 

238_3A2 

Retie. Maintenance - Planned Maintenance - Material Retie North 

907 300 

961 700 

1 014 600 

All Wards 

KHUMALO N 

All Councillors 

FX002001001004 

Electricity Distribution 

238_3A4 

Retie. Maintenance - Planned Maintenance - Contracted Services Retie North 

1 862 100 

1 973 800 

2 082 400 

All Wards 

KHUMALO N 

All Councillors 

FX002001001004 

Electricity Distribution 

238_3B2 

Retie. Maintenance - Unplanned Maintenance - Material Retie North 

1 795 300 

1 903 000 

2 007 700 

All Wards 

KHUMALO N 

All Councillors 

FX002001001004 

Electricity Distribution 

238_3B4 

Retie. Maintenance - Unplanned Maintenance - Contracted Services Retie North 

172 400 

182 700 

192 700 

All Wards 

KHUMALO N 

All Councillors 

FX002001001004 

Electricity Distribution 

238_5A2 

Retie. Maintenance - Planned Maintenance - Material Retie South 

983 500 

1 042 500 

1 099 800 

All Wards 

KHUMALO N 

All Councillors 

FX002001001004 

Electricity Distribution 

238_5A4 

Retie. Maintenance - Planned Maintenance - Contracted Services Retie South 

997 500 

1 057 400 

1 115 600 

All Wards 

KHUMALO N 

All Councillors 

FX002001001004 

Electricity Distribution 

238__5B2 

Retie. Maintenance - Unplanned Maintenance - Material Retie South 

1 231 200 

1 305 100 

1 376 900 

All Wards 

KHUMALO N 

All Councillors 

FX002001001004 

Electricity Distribution 

238_5B4 

Retie. Maintenance - Unplanned Maintenance - Contracted Services Retie South 

174 800 

185 300 

195 500 

All Wards 

KHUMALO N 

All Councillors 

FX002001001004 

Electricity Distribution 

238_6B2 

Retie. Maintenance - Unplanned Maintenance - Material Retie Retie Metering 

1 759 100 

1 864 600 

1 967 200 

All Wards 

KHUMALO N 

All Councillors 

FX002001001004 

Electricity Distribution 

238J32 

Retie. Maintenance - Unplanned Maintenance - Material 

8 600 

9100 

9 600 

All Wards 

KHUMALO N 

All Councillors 

FX002001001004 

Electricity Distribution 

239_A4 

Quality Of Supply - Planned Maintenance - Contracted Services 

208 400 

220 900 

233 000 

All Wards 

KHUMALO N 

All Councillors 

FX002001002001 

Street Lighting and Signal Systems 

238J0A2 

Retie. Maintenance - Planned Maintenance - Material East 

807 400 

855 800 

902 900 

All Wards 

KHUMALO N 

All Councillors 

FX002001002001 

Street Lighting and Signal Systems 

238_20A4 

Retie. Maintenance - Planned Maintenance - Contacted Services 

32100 

34 000 

35 900 

All Wards 

KHUMALO N 

All Councillors 

FX002001002001 

Street Lighting and Signal Systems 

238_20B2 

Retie. Maintenance - Unplanned Maintenance - Material East 

561 900 

595 600 

628 400 

All Wards 

KHUMALO N 

All Councillors 
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FX002001002001 

Street Lighting and Signal Systems 

238_21A2 

Retie. Maintenance - Planned Maintenance - Material West 

807 400 

855 800 

902 900 

All Wards 

KHUMALO N 

All Councillors 

FX002001002001 

Street Lighting and Signal Systems 

238_21A4 

Retie. Maintenance - Planned Maintenance - Contracted Services 

53 500 

56 700 

59 800 

All Wards 

KHUMALO N 

All Councillors 

FX002001002001 

Street Lighting and Signal Systems 

238_21B2 

Retie. Maintenance - Unplanned Maintenance - Material West 

561 900 

595 600 

628 400 

All Wards 

KHUMALO N 

All Councillors 

FX002001002001 

Street Lighting and Signal Systems 

238„A2 

Retie. Maintenance - Planned Maintenance - Material 

127 000 

134 600 

142 000 

All Wards 

KHUMALO N 

All Councillors 

FX002001002001 

Street Lighting and Signal Systems 

238_A4 

Retie. Maintenance - Planned Maintenance - Contracted Services 

109 800 

116 400 

122 800 

All Wards 

KHUMALO N 

All Councillors 

FX002001002001 

Street Lighting and Signal Systems 

238J32 

Retie. Maintenance - Unplanned Maintenance - Material 

74 400 

78 900 

83 200 

All Wards 

KHUMALO N 

All Councillors 

FX002001002001 

Street Lighting and Signal Systems 

252J0A2 

Streetlight Poles - Planned Maintenance - Material East 

1 493 100 

1 582 700 

1 669 700 

All Wards 

KHUMALO N 

All Councillors 

FX002001002001 

Street Lighting and Signal Systems 

252_20A4 

Streetlight Poles - Planned Maintenance - Contracted Services East 

380 000 

402 800 

425 000 

All Wards 

KHUMALO N 

All Councillors 

FX002001002001 

Street Lighting and Signal Systems 

252„20B2 

Streetlight Poles - Unplanned Maintenance - Material East 

1 270 000 

1 346 200 

1 420 200 

All Wards 

KHUMALO N 

All Councillors 

FX002001002001 

Street Lighting and Signal Systems 

252_21A2 

Streetlight Poles - Planned Maintenance - Material West 

1 493 100 

1 582 700 

1 669 700 

All Wards 

KHUMALO N 

All Councillors 

FX002001002001 

Street Lighting and Signal Systems 

252_21A4 

Streetlight Poles - Planned Maintenance - Contracted Services West 

280 000 

296 800 

313100 

All Wards 

KHUMALO N 

All Councillors 

FX002001002001 

Street Lighting and Signal Systems 

252_21B2 

Streetlight Poles - Unplanned Maintenance - Material West 

1 270 000 

1 346 200 

1 420 200 

All Wards 

KHUMALO N 

All Councillors 

FX002001002001 

Street Lighting and Signal Systems 

252_A2 

Streetlight Poles - Planned Maintenance - Material 

178100 

188 800 

199 200 

All Wards 

KHUMALO N 

All Councillors 

FX002001002001 

Street Lighting and Signal Systems 

252_A4 

Expenditure:Contracted Services:Contractors:Maintenance of Unspecified Assets 

32100 

34 000 

35 900 

All Wards 

KHUMALO N 

All Councillors 

FX002001002001 

Street Lighting and Signal Systems 

252J32 

Streetlight Poles - Unplanned Maintenance - Material 

127 000 

134 600 

142 000 

All Wards 

KHUMALO N 

All Councillors 

FX002001002002 

Street Lighting and Signal Systems 

220_A2 

Traffic Signals Maintenance - Planned Maintenance - Material 

369 300 

391 500 

413 000 

All Wards 

KHUMALO N 

All Councillors 

FX002001002002 

Street Lighting and Signal Systems 

220_A4 

Traffic Signals Maintenance - Planned Maintenance - Contracted Services 

340 000 

360 400 

380 200 

All Wards 

KHUMALO N 

All Councillors 

FX002001002002 

Street Lighting and Signal Systems 

220J32 

Traffic Signals Maintenance - Unplanned Maintenance - Material 

5 300 

5 600 

5 900 

All Wards 

KHUMALO N 

All Councillors 

FX002001002002 

Street Lighting and Signal Systems 

220J34 

Traffic Signals Maintenance - Unplanned Maintenance - Contracted Services 

309 600 

328 200 

346 300 

All Wards 

KHUMALO N 

All Councillors 

FX002001002002 

Street Lighting and Signal Systems 

222_A4 

Machine Tools (Repairs To) - Planned Maintenance - Contracted Services 

2100 

2 200 

2 300 

All Wards 

KHUMALO N 

All Councillors 

FX002001002002 

Street Lighting and Signal Systems 

222J34 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

60 700 

64 300 

67 800 

All Wards 

KHUMALO N 

All Councillors 

FX002001002002 

Street Lighting and Signal Systems 

257_A10 

Telemetry-Planned Maintenance-Contracted Services Fleet Management 

2 091 600 

2 217100 

2 339 000 

All Wards 

KHUMALO N 

All Councillors 

FX002001002002 

Street Lighting and Signal Systems 

257_A11 

Telemetry - Planned Maintenance - Contracted Services - Fleet maintenance - 
contracted services 

2 743 000 

2 907 600 

3 067 500 

All Wards 

KHUMALO N 

All Councillors 

FX002001002002 

Street Lighting and Signal Systems 

257_A4 

Telemetry - Planned Maintenance - Contracted Services 

6 523 500 

6 914 900 

7 295 200 

All Wards 

KHUMALO N 

All Councillors 

FX002001002002 

Street Lighting and Signal Systems 

257_A8 

Radio/Telecommunication Outsourcing 

182 400 

193 300 

203 900 

All Wards 

KHUMALO N 

All Councillors 

FX002001002002 

Street Lighting and Signal Systems 

257„A9 

Telemetry-Planned Maintenance-Contracted Services 

3 152 900 

3 342 100 

3 525 900 

All Wards 

KHUMALO N 

All Councillors 

FX003001003 

Pollution Control 

198_A4 

Buildings Structural - Planned Maintenance - Contracted Services 

3 200 

3 400 

3 600 

All Wards 

MATHEBULA STM 

All Councillors 

FX003001003 

Pollution Control 

222J34 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

10 000 

10 600 

11 200 

All Wards 

MATHEBULA STM 

All Councillors 

FX004001001001 

Mayor and Council 

222J34 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

3 700 

3 900 

4100 

All Wards 

MASONDO SS 

All Councillors 

FX004001001001 

Mayor and Council 

234_A4 

Railway Sidings - Planned Maintenance - Contracted Services 

51 200 

54 300 

57 300 

All Wards 

MASONDO SS 

All Councillors 
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FX005001003002 

Revenue and Expenditure 

222J34 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

7 600 

8100 

8 500 

All Wards 

KUNENEM 

All Councillors 

FX005001005 

Fleet Management 

260_A2 

Vehicles - Planned Maintenance - Material 

6 623 100 

7 020 500 

7 406 600 

All Wards 

KHUMALO N 

All Councillors 

FX005001005 

Fleet Management 

260_A4 

Vehicles - Planned Maintenance - Contracted Services 

916 900 

971 900 

1 025 400 

All Wards 

KHUMALO N 

All Councillors 

FX005001005 

Fleet Management 

260J32 

Vehicles - Unplanned Maintenance - Material 

1 602 000 

1 698 100 

1 791 500 

All Wards 

KHUMALO N 

All Councillors 

FX005001005 

Fleet Management 

260J34 

Vehicles - Unplanned Maintenance - Contracted Services 

302 200 

320 300 

337 900 

All Wards 

KHUMALO N 

All Councillors 

FX005001006003 

Occupational Clinic 

198_A2 

Buildings Structural - Planned Maintenance - Material 

13 800 

14 600 

15 400 

All Wards 

MATHEBULA STM 

All Councillors 

FX005001006003 

Occupational Clinic 

198 J32 

Buildings Structural - Unplanned Maintenance - Material 

9 900 

10 500 

11 100 

All Wards 

MATHEBULA STM 

All Councillors 

FX005001006003 

Occupational Clinic 

198 J34 

Maintanance 

11 500 

12 200 

12 900 

All Wards 

MATHEBULA STM 

All Councillors 

FX005001006003 

Occupational Clinic 

214 J34 

Furniture & Fittings (Repairs To) - Unplanned Maintenance - Contracted Services 

11 500 

12 200 

12 900 

All Wards 

MATHEBULA STM 

All Councillors 

FX005001006003 

Occupational Clinic 

222J34 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

7 000 

7 400 

7 800 

All Wards 

MATHEBULA STM 

All Councillors 

FX005001006003 

Occupational Clinic 

226J34 

Office Machinery (Repairs To) - Unplanned Maintenance -Contracted Services 

2 800 

3 000 

3 200 

All Wards 

MATHEBULA STM 

All Councillors 

FX005001006003 

Occupational Clinic 

232„A2 

Plumbing - Planned Maintenance - Material 

5 800 

6100 

6 400 

All Wards 

MATHEBULA STM 

All Councillors 

FX005001006004 

Training and Industrial Relations 

222J34 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

2 000 

2100 

2 200 

All Wards 

MASONDO SS 

All Councillors 

FX005001007 

Information Technology 

217_A4 

It Maintenance Planned Maintenance Contr Services 

980 200 

1 039 000 

1 096 100 

All Wards 

MASONDO SS 

All Councillors 

FX005001007 

Information Technology 

227J34 

Network Infrastructure - Repairs - Unplanned Maintenance - Contracted Services 

3 114 700 

3 301 600 

3 483 200 

All Wards 

MASONDO SS 

All Councillors 

FX005001010 

Property Services 

196 J32 

Building Equipment Electrical - Unplanned Maintenance - Material 

600 

600 

600 

All Wards 

MASONDO SS 

All Councillors 

FX005001010 

Property Services 

196 J34 

Building Equipment Electrical - Unplanned Maintenance - Contracted Services 

900 

1 000 

1 100 

All Wards 

MASONDO SS 

All Councillors 

FX005001010 

Property Services 

198 _A2 

Buildings Structural - Planned Maintenance - Material 

8100 

8 600 

9100 

All Wards 

MASONDO SS 

All Councillors 

FX005001010 

Property Services 

198 J32 

Buildings Structural - Unplanned Maintenance - Material 

800 

800 

800 

All Wards 

MASONDO SS 

All Councillors 

FX005001010 

Property Services 

232„A2 

Plumbing - Planned Maintenance - Material 

300 

300 

300 

All Wards 

MASONDO SS 

All Councillors 

FX005001010 

Property Services 

232J32 

Plumbing - Unplanned Maintenance - Material 

900 

1 000 

1 100 

All Wards 

MASONDO SS 

All Councillors 

FX005001013 

Supply Chain Management 

222J34 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

5 600 

5 900 

6 200 

All Wards 

KUNENEM 

All Councillors 

FX007001001 

Housing 

196 J32 

Building Equipment Electrical - Unplanned Maintenance - Material 

5 000 

5 300 

5 600 

All Wards 

NDONGAN 

All Councillors 

FX007001001 

Housing 

232_A2 

Plumbing - Planned Maintenance - Material 

2 400 

2 500 

2 600 

All Wards 

NDONGAN 

All Councillors 

FX007001001 

Housing 

232J32 

Plumbing - Unplanned Maintenance - Material 

1 900 

2 000 

2100 

All Wards 

NDONGA N 

All Councillors 

FX010001004 

Development Facilitation 

198_A4 

Buildings Structural - Planned Maintenance - Contracted Services 

41 000 

43 500 

45 900 

All Wards 

NDONGA N 

All Councillors 

FX010001004 

Development Facilitation 

228_A4 

Parks Maintenance - Planned Maintenance - Contracted Services 

1 700 

1 800 

1 900 

All Wards 

NDONGA N 

All Councillors 

FX010001006 

Town Planning Building Regulations and Enforcement and i 

222J34 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

1 000 

1 100 

1 200 

All Wards 

NDONGA N 

All Councillors 

FX010001007001 

Project Management Unit - Administration 

214 J34 

Furniture & Fittings (Repairs To) - Unplanned Maintenance - Contracted Services 

6 200 

6 600 

7 000 

All Wards 

HLELAS 

All Councillors 
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FX011001005 

Fire Fighting and Protection 

198_A2 

Buildings Structural - Planned Maintenance - Material 

6 500 

6 900 

7 300 

All Wards 

MATHEBULA STM 

All Councillors 

FX011001005 

Fire Fighting and Protection 

198 J32 

Buildings Structural - Unplanned Maintenance - Material 

4 300 

4 600 

4 900 

All Wards 

MATHEBULA STM 

All Councillors 

FX011001005 

Fire Fighting and Protection 

214 J34 

Furniture & Fittings (Repairs To) - Unplanned Maintenance - Contracted Services 

5 200 

5 500 

5 800 

All Wards 

MATHEBULA STM 

All Councillors 

FX011001005 

Fire Fighting and Protection 

222J34 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

70 800 

75 000 

79100 

All Wards 

MATHEBULA STM 

All Councillors 

FX012001004001 

Roads - Railway Sidings 

234_A4 

Railway Sidings - Planned Maintenance - Contracted Services 

1 124 200 

1 191 700 

1 257 200 

All Wards 

NZUZA BV 

All Councillors 

FX012001004002 

Roads - Urban Roads 

214 J34 

Furniture & Fittings (Repairs To) - Unplanned Maintenance - Contracted Services 

3 300 

3 500 

3 700 

All Wards 

HLELAS 

All Councillors 

FX012001004002 

Roads - Urban Roads 

220_A2 

Traffic Signals Maintenance - Planned Maintenance - Material 

207 000 

219 400 

231 500 

All Wards 

HLELAS 

All Councillors 

FX012001004002 

Roads - Urban Roads 

220_A4 

Traffic Signals Maintenance - Planned Maintenance - Contracted Services 

1 113 000 

1 179 800 

1 244 700 

All Wards 

HLELAS 

All Councillors 

FX012001004002 

Roads - Urban Roads 

222J34 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

12 500 

13 300 

14 000 

All Wards 

HLELAS 

All Councillors 

FX012001004002 

Roads - Urban Roads 

240_A2 

Road Maintenance - Planned Maintenance - Material 

1 055 000 

1 118 300 

1 179 800 

All Wards 

HLELAS 

All Councillors 

FX012001004002 

Roads - Urban Roads 

240J32 

Road Maintenance - Unplanned Maintenance - Material 

13 500 

14 300 

15100 

All Wards 

HLELAS 

All Councillors 

FX012001004002 

Roads - Urban Roads 

243_A4 

Pedestrain Bridges And Walkways - Planned Maintenance - Contracted Services 

199 300 

211 300 

222 900 

All Wards 

HLELAS 

All Councillors 

FX012001004002 

Roads - Urban Roads 

25CLA2 

Street Names And Traffic Signs - Planned Maintenance - Material 

633 000 

671 000 

707 900 

All Wards 

HLELAS 

All Councillors 

FX012001004002 

Roads - Urban Roads 

254„A2 

Streets And Parking - Planned Maintenance - Material 

1 800 000 

1 908 000 

2 012 900 

All Wards 

HLELAS 

All Councillors 

FX012001004002 

Roads - Urban Roads 

254_A4 

Streets And Parking - Planned Maintenance - Contracted Services 

1 285 400 

1 362 500 

1 437 400 

All Wards 

HLELAS 

All Councillors 

FX012001004002 

Roads - Urban Roads 

254_A6 

Streets And Parking - Planned Maintenance - Hire Of Plant And Equipment 

37 300 

39 500 

41 700 

All Wards 

HLELAS 

All Councillors 

FX012001004002 

Roads - Urban Roads 

254J32 

Streets And Parking - Unplanned Maintenance - Material 

211 000 

223 700 

236 000 

All Wards 

HLELAS 

All Councillors 

FX012001004002 

Roads - Urban Roads 

254J34 

Streets And Parking - Unplanned Maintenance - Contracted Services 

69 600 

73 800 

77 900 

All Wards 

HLELAS 

All Councillors 

FX012001004002 

Roads - Urban Roads 

254J36 

Streets And Parking - Unplanned Maintenance - Hire Of Plant And Equipment 

222 600 

236 000 

249 000 

All Wards 

HLELAS 

All Councillors 

FX012001004002 

Roads - Urban Roads 

258_A2 

Traffic Signs And Road Markings - Planned Maintenance - Material 

839 000 

889 300 

938 200 

All Wards 

HLELAS 

All Councillors 

FX012001004002 

Roads - Urban Roads 

258_A4 

Traffic Signs And Road Markings - Planned Maintenance - Contracted Services 

590 800 

626 200 

660 600 

All Wards 

HLELAS 

All Councillors 

FX012001004002 

Roads - Urban Roads 

262_A2 

Walkways Obstructions - Planned Maintenance - Material 

633 000 

671 000 

707 900 

All Wards 

HLELAS 

All Councillors 

FX012001004002 

Roads - Urban Roads 

262_A4 

Walkways Obstructions - Planned Maintenance - Contracted Services 

123 400 

130 800 

138 000 

All Wards 

HLELAS 

All Councillors 

FX012001004002 

Roads - Urban Roads 

262_A6 

Walkways Obstructions - Planned Maintenance - Hire Of Plant And Equipment 

6 200 

6 600 

7 000 

All Wards 

HLELAS 

All Councillors 

FX012001004002 

Roads - Urban Roads 

262J32 

Walkways Obstructions - Unplanned Maintenance - Material 

111 300 

118 000 

124 500 

All Wards 

HLELAS 

All Councillors 

FX012001004003 

Roads - Rural Roads 

222_A4 

Machine Tools (Repairs To) - Planned Maintenance - Contracted Services 

600 

600 

600 

All Wards 

HLELAS 

All Councillors 
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FX012001004003 

Roads - Rural Roads 

222J34 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

5 800 

6100 

6 400 

All Wards 

HLELAS 

All Councillors 

FX012001004003 

Roads - Rural Roads 

243_A4 

Pedestrain Bridges And Walkways - Planned Maintenance - Contracted Services 

222 600 

236 000 

249 000 

All Wards 

HLELAS 

All Councillors 

FX012001004003 

Roads - Rural Roads 

243J32 

Pedestrain Bridges And Walkways - Unplanned Maintenance - Material 

63 300 

67100 

70 800 

All Wards 

HLELAS 

All Councillors 

FX012001004003 

Roads - Rural Roads 

247_A2 

Rural Roads - Planned Maintenance - Material 

18 419 400 

19 524 600 

20 598 500 

All Wards 

HLELAS 

All Councillors 

FX012001004003 

Roads - Rural Roads 

247_A4 

Rural Roads - Planned Maintenance - Contracted Services 

1 500 000 

1 590 000 

1 677 500 

All Wards 

HLELAS 

All Councillors 

FX012001004003 

Roads - Rural Roads 

247J36 

Rural Roads - Unplanned Maintenance - Hire Of Plant And Equipment 

567 800 

601 900 

635 000 

All Wards 

HLELAS 

All Councillors 

FX012001005 

Taxi Ranks 

216_A2 

Grounds And Fencing - Planned Maintenance - Material 

2 000 

2100 

2 200 

All Wards 

NDONGAN 

All Councillors 

FX013001001 

Beaches and Jetties 

194 J34 

Air Conditioners - Unplanned Maintenance - Contracted Services 

3 500 

3 700 

3 900 

All Wards 

MATHEBULA STM 

All Councillors 

FX013001001 

Beaches and Jetties 

196_A2 

Building Equipment Electrical - Planned Maintenance - Material 

4 200 

4 500 

4 700 

All Wards 

MATHEBULA STM 

All Councillors 

FX013001001 

Beaches and Jetties 

196_A4 

Building Equipment Electrical - Planned Maintenance - Contracted Services 

1 400 

1 500 

1 600 

All Wards 

MATHEBULA STM 

All Councillors 

FX013001001 

Beaches and Jetties 

196 J32 

Building Equipment Electrical - Unplanned Maintenance - Material 

3 600 

3 800 

4 000 

All Wards 

MATHEBULA STM 

All Councillors 

FX013001001 

Beaches and Jetties 

198_A2 

Buildings Structural - Planned Maintenance - Material 

3 200 

3 400 

3 600 

All Wards 

MATHEBULA STM 

All Councillors 

FX013001001 

Beaches and Jetties 

198_A4 

Buildings Structural - Planned Maintenance - Contracted Services 

16 000 

17 000 

17 900 

All Wards 

MATHEBULA STM 

All Councillors 

FX013001001 

Beaches and Jetties 

198 J32 

Buildings Structural - Unplanned Maintenance - Material 

1 300 

1 400 

1 500 

All Wards 

MATHEBULA STM 

All Councillors 

FX013001001 

Beaches and Jetties 

198 J34 

Maintanance 

3 000 

3 200 

3 400 

All Wards 

MATHEBULA STM 

All Councillors 

FX013001001 

Beaches and Jetties 

222J34 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

3 600 

3 800 

4 000 

All Wards 

MATHEBULA STM 

All Councillors 

FX013001001 

Beaches and Jetties 

228_A2 

Parks Maintenance - Planned Maintenance - Material 

6 200 

6 600 

7 000 

All Wards 

MATHEBULA STM 

All Councillors 

FX013001001 

Beaches and Jetties 

228_A4 

Parks Maintenance - Planned Maintenance - Contracted Services 

32100 

34 000 

35 900 

All Wards 

MATHEBULA STM 

All Councillors 

FX013001001 

Beaches and Jetties 

232„A2 

Plumbing - Planned Maintenance - Material 

2 700 

2 900 

3100 

All Wards 

MATHEBULA STM 

All Councillors 

FX013001001 

Beaches and Jetties 

232J32 

Plumbing - Unplanned Maintenance - Material 

75 000 

79 500 

83 900 

All Wards 

MATHEBULA STM 

All Councillors 

FX013001001 

Beaches and Jetties 

248_A4 

Shark Nets - Planned Maintenance -Contracted Services 

2 530 900 

2 682 800 

2 830 400 

All Wards 

MATHEBULA STM 

All Councillors 

FX013001002 

Community Parks (including Nurseries) 

222J32 

Machine Tools (Repairs To) - Unplanned Maintenance - Material 

1 162 600 

1 232 400 

1 300 200 

All Wards 

MATHEBULA STM 

All Councillors 

FX013001002 

Community Parks (including Nurseries) 

228_A2 

Parks Maintenance - Planned Maintenance - Material 

922 400 

977 700 

1 031 500 

All Wards 

MATHEBULA STM 

All Councillors 

FX013001002 

Community Parks (including Nurseries) 

228_A4 

Parks Maintenance - Planned Maintenance - Contracted Services 

4 305 100 

4 563 400 

4 814 400 

All Wards 

MATHEBULA STM 

All Councillors 

FX013002003002 

Recreational Facilities - Parks Administration 

222J34 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

100 

100 

100 

All Wards 

MATHEBULA STM 

All Councillors 

FX013002003003 

Recreational Facilities - Swimming Pools 

194_A4 

Air Conditioners - Planned Maintenance - Contracted Services 

4 700 

5 000 

5 300 

All Wards 

MATHEBULA STM 

All Councillors 
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FX013002003003 

Recreational Facilities - Swimming Pools 

194 J34 

Air Conditioners - Unplanned Maintenance - Contracted Services 

1 500 

1 600 

1 700 

All Wards 

MATHEBULA STM 

All Councillors 

FX013002003003 

Recreational Facilities - Swimming Pools 

196_A2 

Building Equipment Electrical - Planned Maintenance - Material 

8100 

8 600 

9100 

All Wards 

MATHEBULA STM 

All Councillors 

FX013002003003 

Recreational Facilities - Swimming Pools 

196_A4 

Building Equipment Electrical - Planned Maintenance - Contracted Services 

3 300 

3 500 

3 700 

All Wards 

MATHEBULA STM 

All Councillors 

FX013002003003 

Recreational Facilities - Swimming Pools 

196 J32 

Building Equipment Electrical - Unplanned Maintenance - Material 

11 200 

11 900 

12 600 

All Wards 

MATHEBULA STM 

All Councillors 

FX013002003003 

Recreational Facilities - Swimming Pools 

198_A2 

Buildings Structural - Planned Maintenance - Material 

2 500 

2 700 

2 800 

All Wards 

MATHEBULA STM 

All Councillors 

FX013002003003 

Recreational Facilities - Swimming Pools 

198_A4 

Buildings Structural - Planned Maintenance - Contracted Services 

19 800 

21 000 

22 200 

All Wards 

MATHEBULA STM 

All Councillors 

FX013002003003 

Recreational Facilities - Swimming Pools 

198 J32 

Buildings Structural - Unplanned Maintenance - Material 

3 200 

3 400 

3 600 

All Wards 

MATHEBULA STM 

All Councillors 

FX013002003003 

Recreational Facilities - Swimming Pools 

216__A2 

Grounds And Fencing - Planned Maintenance - Material 

30 000 

31 800 

33 500 

All Wards 

MATHEBULA STM 

All Councillors 

FX013002003003 

Recreational Facilities - Swimming Pools 

222J34 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

3 500 

3 700 

3 900 

All Wards 

MATHEBULA STM 

All Councillors 

FX013002003003 

Recreational Facilities - Swimming Pools 

228_A2 

Parks Maintenance - Planned Maintenance - Material 

4 200 

4 500 

4 700 

All Wards 

MATHEBULA STM 

All Councillors 

FX013002003003 

Recreational Facilities - Swimming Pools 

228_A4 

Parks Maintenance - Planned Maintenance - Contracted Services 

14 200 

15100 

15 900 

All Wards 

MATHEBULA STM 

All Councillors 

FX013002003003 

Recreational Facilities - Swimming Pools 

232_A2 

Plumbing - Planned Maintenance - Material 

2 000 

2100 

2 200 

All Wards 

MATHEBULA STM 

All Councillors 

FX013002003003 

Recreational Facilities - Swimming Pools 

232J32 

Plumbing - Unplanned Maintenance - Material 

6 200 

6 600 

7 000 

All Wards 

MATHEBULA STM 

All Councillors 

FX013002004001 

Sport Development and Sportfields 

194_A4 

Air Conditioners - Planned Maintenance - Contracted Services 

4 300 

4 600 

4 900 

All Wards 

MATHEBULA STM 

All Councillors 

FX013002004001 

Sport Development and Sportfields 

194 J32 

Air Conditioners - Unplanned Maintenance - Material 

5 000 

5 300 

5 600 

All Wards 

MATHEBULA STM 

All Councillors 

FX013002004001 

Sport Development and Sportfields 

194 J34 

Air Conditioners - Unplanned Maintenance - Contracted Services 

6 500 

6 900 

7 300 

All Wards 

MATHEBULA STM 

All Councillors 

FX013002004001 

Sport Development and Sportfields 

196_A2 

Building Equipment Electrical - Planned Maintenance - Material 

16 000 

17 000 

17 900 

All Wards 

MATHEBULA STM 

All Councillors 

FX013002004001 

Sport Development and Sportfields 

196_A4 

Building Equipment Electrical - Planned Maintenance - Contracted Services 

15 800 

16 700 

17 600 

All Wards 

MATHEBULA STM 

All Councillors 

FX013002004001 

Sport Development and Sportfields 

196 J32 

Building Equipment Electrical - Unplanned Maintenance - Material 

120 000 

127 200 

134 200 

All Wards 

MATHEBULA STM 

All Councillors 

FX013002004001 

Sport Development and Sportfields 

198_A2 

Buildings Structural - Planned Maintenance - Material 

7 000 

7 400 

7 800 

All Wards 

MATHEBULA STM 

All Councillors 

FX013002004001 

Sport Development and Sportfields 

216_A2 

Grounds And Fencing - Planned Maintenance - Material 

10 000 

10 600 

11 200 

All Wards 

MATHEBULA STM 

All Councillors 

FX013002004001 

Sport Development and Sportfields 

216_A4 

Grounds And Fencing - Planned Maintenance - Contracted Services 

6100 

6 500 

6 900 

All Wards 

MATHEBULA STM 

All Councillors 

FX013002004001 

Sport Development and Sportfields 

216J32 

Grounds And Fencing - Unplanned Maintenance - Material 

3 000 

3 200 

3 400 

All Wards 

MATHEBULA STM 

All Councillors 

FX013002004001 

Sport Development and Sportfields 

222J32 

Machine Tools (Repairs To) - Unplanned Maintenance - Material 

178 000 

188 700 

199100 

All Wards 

MATHEBULA STM 

All Councillors 

FX013002004001 

Sport Development and Sportfields 

228_A2 

Parks Maintenance - Planned Maintenance - Material 

185 000 

196100 

206 900 

All Wards 

MATHEBULA STM 

All Councillors 

FX013002004001 

Sport Development and Sportfields 

228_A4 

Parks Maintenance - Planned Maintenance - Contracted Services 

250 000 

265 000 

279 600 

All Wards 

MATHEBULA STM 

All Councillors 
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FX013002004001 

Sport Development and Sportfields 

232_A2 

Plumbing - Planned Maintenance - Material 

55 000 

58 300 

61 500 

All Wards 

MATHEBULA STM 

All Councillors 

FX013002004001 

Sport Development and Sportfields 

232_A4 

Plumbing - Planned Maintenance - Contracted Services 

21 400 

22 700 

23 900 

All Wards 

MATHEBULA STM 

All Councillors 

FX013002004001 

Sport Development and Sportfields 

232J32 

Plumbing - Unplanned Maintenance - Material 

55 000 

58 300 

61 500 

All Wards 

MATHEBULA STM 

All Councillors 

FX013002004001 

Sport Development and Sportfields 

232J34 

Plumbing - Unplanned Maintenance - Contracted Services 

26 800 

28 400 

30 000 

All Wards 

MATHEBULA STM 

All Councillors 

FX013002004002 

Sports Grounds and Stadiums - Stadium 

198 _A4 

Buildings Structural - Planned Maintenance - Contracted Services 

10 700 

11 300 

11 900 

All Wards 

MATHEBULA STM 

All Councillors 

FX013002004002 

Sports Grounds and Stadiums - Stadium 

228_A4 

Parks Maintenance - Planned Maintenance - Contracted Services 

42 800 

45 400 

47 900 

All Wards 

MATHEBULA STM 

All Councillors 

FX014001003 

Solid Waste Removal 

222J34 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

10 700 

11 300 

11 900 

All Wards 

MATHEBULA STM 

All Councillors 

FX015001001 

Public Toilets 

198_A2 

Buildings Structural - Planned Maintenance - Material 

6 200 

6 600 

7 000 

All Wards 

MATHEBULA STM 

All Councillors 

FX015001001 

Public Toilets 

198 J32 

Buildings Structural - Unplanned Maintenance - Material 

1 300 

1 400 

1 500 

All Wards 

MATHEBULA STM 

All Councillors 

FX015001001 

Public Toilets 

216_A2 

Grounds And Fencing - Planned Maintenance - Material 

2 200 

2 300 

2 400 

All Wards 

MATHEBULA STM 

All Councillors 

FX015001001 

Public Toilets 

216J32 

Grounds And Fencing - Unplanned Maintenance - Material 

2 000 

2100 

2 200 

All Wards 

MATHEBULA STM 

All Councillors 

FX015001001 

Public Toilets 

232_A2 

Plumbing - Planned Maintenance - Material 

2 000 

2100 

2 200 

All Wards 

MATHEBULA STM 

All Councillors 

FX015001001 

Public Toilets 

232J32 

Plumbing - Unplanned Maintenance - Material 

2 000 

2100 

2 200 

All Wards 

MATHEBULA STM 

All Councillors 

FX015001002002 

Sewerage - Pumpstations 

196_A2 

Building Equipment Electrical - Planned Maintenance - Material 

2 600 

2 800 

3 000 

All Wards 

HLELAS 

All Councillors 

FX015001002002 

Sewerage - Pumpstations 

196_A4 

Building Equipment Electrical - Planned Maintenance - Contracted Services 

3 270 000 

3 466 200 

3 656 800 

All Wards 

HLELAS 

All Councillors 

FX015001002002 

Sewerage - Pumpstations 

196 J34 

Building Equipment Electrical - Unplanned Maintenance - Contracted Services 

451 000 

478 100 

504 400 

All Wards 

HLELAS 

All Councillors 

FX015001002002 

Sewerage - Pumpstations 

198 _A2 

Buildings Structural - Planned Maintenance - Material 

1 700 

1 800 

1 900 

All Wards 

HLELAS 

All Councillors 

FX015001002002 

Sewerage - Pumpstations 

198 J32 

Buildings Structural - Unplanned Maintenance - Material 

369 300 

391 500 

413 000 

All Wards 

HLELAS 

All Councillors 

FX015001002002 

Sewerage - Pumpstations 

210_A4 

Fixed Equipment Buildings - Planned Maintenance - Contracted Services 

1 688 000 

1 789 300 

1 887 700 

All Wards 

HLELAS 

All Councillors 

FX015001002002 

Sewerage - Pumpstations 

210J32 

Fixed Equipment Buildings - Unplanned Maintenance - Material 

1 582 500 

1 677 500 

1 769 800 

All Wards 

HLELAS 

All Councillors 

FX015001002002 

Sewerage - Pumpstations 

210J34 

Fixed Equipment Buildings - Unplanned Maintenance - Contracted Services 

740 100 

784 500 

827 600 

All Wards 

HLELAS 

All Councillors 

FX015001002002 

Sewerage - Pumpstations 

216„A2 

Grounds And Fencing - Planned Maintenance - Material 

4 600 

4 900 

5 200 

All Wards 

HLELAS 

All Councillors 

FX015001002002 

Sewerage - Pumpstations 

222J34 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

126 600 

134 200 

141 600 

All Wards 

HLELAS 

All Councillors 

FX015001002002 

Sewerage - Pumpstations 

228_A4 

Parks Maintenance - Planned Maintenance - Contracted Services 

30 500 

32 300 

34100 

All Wards 

HLELAS 

All Councillors 

FX015001002002 

Sewerage - Pumpstations 

232_A2 

Plumbing - Planned Maintenance - Material 

2100 

2 200 

2 300 

All Wards 

HLELAS 

All Councillors 

FX015001002002 

Sewerage - Pumpstations 

232J32 

Plumbing - Unplanned Maintenance - Material 

2100 

2 200 

2 300 

All Wards 

HLELAS 

All Councillors 
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ANNEXUREJ 


FX CODE 

FX DESCRIPTION 

GL CODE 

PROJECT DESCRIPTION 

DRAFT BUDGET 
AMOUNT 
2018/2019 

DRAFT BUDGET 
AMOUNT 
2019/2020 

DRAFT BUDGET 
AMOUNT 
2020/2021 

WARD NUMBER 

RESPONSIBLE 

DEPUTY MUNICIPAL 

MANAGER 

WARD COUNCILLOR 

FX015001002003 

Sewerage - Sewerage Network 

204_A4 

Distribution Mains - Planned Maintenance - Contracted Services 

257 500 

273 000 

288 000 

All Wards 

HLELAS 

All Councillors 

FX015001002003 

Sewerage - Sewerage Network 

204J32 

Distribution Mains - Unplanned Maintenance - Material 

42 600 

45 200 

47 700 

All Wards 

HLELAS 

All Councillors 

FX015001002003 

Sewerage - Sewerage Network 

204J34 

Distribution Mains - Unplanned Maintenance - Contracted Services 

169 800 

180 000 

189 900 

All Wards 

HLELAS 

All Councillors 

FX015001002003 

Sewerage - Sewerage Network 

204J36 

Distribution Mains - Unplanned Maintenance - Hire Of Plant And Equipment 

47100 

49 900 

52 600 

All Wards 

HLELAS 

All Councillors 

FX015001002003 

Sewerage - Sewerage Network 

222J34 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

8100 

8 600 

9100 

All Wards 

HLELAS 

All Councillors 

FX015001002003 

Sewerage - Sewerage Network 

238„A2 

Retie. Maintenance - Planned Maintenance - Material 

652 300 

691 400 

729 400 

All Wards 

HLELAS 

All Councillors 

FX015001002003 

Sewerage - Sewerage Network 

238_A4 

Retie. Maintenance - Planned Maintenance - Contracted Services 

466 600 

494 600 

521 800 

All Wards 

HLELAS 

All Councillors 

FX015001002003 

Sewerage - Sewerage Network 

238_A6 

Retie. Maintenance - Planned Maintenance - Hire Of Plant And Equipment 

33 800 

35 800 

37 800 

All Wards 

HLELAS 

All Councillors 

FX015001002003 

Sewerage - Sewerage Network 

238J32 

Retie. Maintenance - Unplanned Maintenance - Material 

4 791 500 

5 079 000 

5 358 300 

All Wards 

HLELAS 

All Councillors 

FX015001002003 

Sewerage - Sewerage Network 

238J34 

Treatment-Sewerage Services 

105 000 

111 300 

117 400 

All Wards 

HLELAS 

All Councillors 

FX015001002003 

Sewerage - Sewerage Network 

238J36 

Retie. Maintenance - Unplanned Maintenance - Hire Of Plant And Equipment 

111 600 

118 300 

124 800 

All Wards 

HLELAS 

All Councillors 

FX015001003 

Storm Water Management 

242_A2 

S.W.N. (All P/Lines) - Planned Maintenance - Material 

855 700 

907 000 

956 900 

All Wards 

HLELAS 

All Councillors 

FX015001003 

Storm Water Management 

242_A4 

S.W.N. (All P/Lines) - Planned Maintenance - Contracted Services 

4 000 800 

4 240 800 

4 474 000 

All Wards 

HLELAS 

All Councillors 

FX015001003 

Storm Water Management 

242„A6 

S.W.N. (All P/Lines) - Planned Maintenance - Hire Of Plant And Equipment 

561 200 

594 900 

627 600 

All Wards 

HLELAS 

All Councillors 

FX015001003 

Storm Water Management 

242J32 

S.W.N. (All P/Lines) - Unplanned Maintenance - Material 

110 800 

117 400 

123 900 

All Wards 

HLELAS 

All Councillors 

FX015001003 

Storm Water Management 

242J34 

S.W.N. (All P/Lines) - Unplanned Maintenance - Contracted Services 

430 200 

456 000 

481 100 

All Wards 

HLELAS 

All Councillors 

FX015001003 

Storm Water Management 

242J36 

S.W.N. (All P/Lines) - Unplanned Maintenance - Hire Of Plant And Equipment 

102 300 

108 400 

114 400 

All Wards 

HLELAS 

All Councillors 

FX015001003 

Storm Water Management 

244_A2 

S.W.N.(Int.D/Ditches) - Planned Maintenance - Material 

222 600 

236 000 

249 000 

All Wards 

HLELAS 

All Councillors 

FX015001003 

Storm Water Management 

244_A4 

S.W.N.(Int.D/Ditches) - Planned Maintenance - Contracted Services 

3 800 200 

4 028 200 

4 249 800 

All Wards 

HLELAS 

All Councillors 

FX015001003 

Storm Water Management 

244_A6 

S.W.N.(Int.D/Ditches) - Planned Maintenance - Hire Of Plant And Equipment 

828 900 

878 600 

926 900 

All Wards 

HLELAS 

All Councillors 

FX015001003 

Storm Water Management 

244J34 

S.W.N.(Int.D/Ditches) - Unplanned Maintenance - Contracted Services 

416 900 

441 900 

466 200 

All Wards 

HLELAS 

All Councillors 

FX015001003 

Storm Water Management 

244J36 

S.W.N.(Int.D/Ditches) - Unplanned Maintenance - Hire Of Plant And Equipment 

158 300 

167 800 

177 000 

All Wards 

HLELAS 

All Councillors 

FX015001003 

Storm Water Management 

246_A2 

S.W.N.(Other S/Drain) - Planned Maintenance - Material 

83 200 

88 200 

93100 

All Wards 

HLELAS 

All Councillors 

FX015001003 

Storm Water Management 

246_A4 

S.W.N.(Other S/Drain) - Planned Maintenance - Contracted Services 

3 800 300 

4 028 300 

4 249 900 

All Wards 

HLELAS 

All Councillors 

FX015001003 

Storm Water Management 

246_A6 

S.W.N.(Other S/Drain) - Planned Maintenance - Hire Of Plant And Equipment 

316 500 

335 500 

354 000 

All Wards 

HLELAS 

All Councillors 

FX015001003 

Storm Water Management 

246J34 

S.W.N.(Other S/Drain) - Unplanned Maintenance - Contracted Services 

438 900 

465 200 

490 800 

All Wards 

HLELAS 

All Councillors 
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ANNEXUREJ 


FX CODE 

FX DESCRIPTION 

GL CODE 

PROJECT DESCRIPTION 

DRAFT BUDGET 
AMOUNT 
2018/2019 

DRAFT BUDGET 
AMOUNT 
2019/2020 

DRAFT BUDGET 
AMOUNT 
2020/2021 

WARD NUMBER 

RESPONSIBLE 

DEPUTY MUNICIPAL 

MANAGER 

WARD COUNCILLOR 

FX015001003 

Storm Water Management 

263_A4 

Contracted Services - Coastal Erosion 

1 000 000 

1 060 000 

1 118 300 

All Wards 

HLELAS 

All Councillors 

FX015001004 

Treatment 

238_A4 

Retie. Maintenance - Planned Maintenance - Contracted Services 

3 983 300 

4 222 300 

4 454 500 

All Wards 

HLELAS 

All Councillors 

FX016001001003 

Water Treatment - Scientific Services 

21CL.A2 

Fixed Equipment Buildings - Planned Maintenance - Material 

36 900 

39100 

41 300 

All Wards 

HLELAS 

All Councillors 

FX016001001003 

Water Treatment - Scientific Services 

210_A4 

Fixed Equipment Buildings - Planned Maintenance - Contracted Services 

35 300 

37 400 

39 500 

All Wards 

HLELAS 

All Councillors 

FX016001001003 

Water Treatment - Scientific Services 

210J32 

Fixed Equipment Buildings - Unplanned Maintenance - Material 

600 

600 

600 

All Wards 

HLELAS 

All Councillors 

FX016001001003 

Water Treatment - Scientific Services 

222J34 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

199100 

211 000 

222 600 

All Wards 

HLELAS 

All Councillors 

FX016001001003 

Water Treatment - Scientific Services 

257_A4 

Telemetry - Planned Maintenance - Contracted Services 

3 293 800 

3 491 400 

3 683 400 

All Wards 

HLELAS 

All Councillors 

FX016001002001 

Water Distribution - Rural Water 

204_A2 

Distribution Mains - Planned Maintenance - Material 

13 900 

14 700 

15 500 

All Wards 

HLELAS 

All Councillors 

FX016001002001 

Water Distribution - Rural Water 

204_A4 

Distribution Mains - Planned Maintenance - Contracted Services 

137 000 

145 200 

153 200 

All Wards 

HLELAS 

All Councillors 

FX016001002001 

Water Distribution - Rural Water 

222J34 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

9 500 

10100 

10 700 

All Wards 

HLELAS 

All Councillors 

FX016001002001 

Water Distribution - Rural Water 

224_A2 

Meters - Planned Maintenance - Material 

204 200 

216 500 

228 400 

All Wards 

HLELAS 

All Councillors 

FX016001002001 

Water Distribution - Rural Water 

224J32 

Meters - Unplanned Maintenance - Material 

43 600 

46 200 

48 700 

All Wards 

HLELAS 

All Councillors 

FX016001002001 

Water Distribution - Rural Water 

238_A2 

Retie. Maintenance - Planned Maintenance - Material 

544 500 

577 200 

608 900 

All Wards 

HLELAS 

All Councillors 

FX016001002001 

Water Distribution - Rural Water 

238_A4 

Retie. Maintenance - Planned Maintenance - Contracted Services 

79100 

83 800 

88 400 

All Wards 

HLELAS 

All Councillors 

FX016001002001 

Water Distribution - Rural Water 

238J32 

Retie. Maintenance - Unplanned Maintenance - Material 

507 100 

537 500 

567 100 

All Wards 

HLELAS 

All Councillors 

FX016001002001 

Water Distribution - Rural Water 

238J36 

Retie. Maintenance - Unplanned Maintenance - Hire Of Plant And Equipment 

44 700 

47 400 

50 000 

All Wards 

HLELAS 

All Councillors 

FX016001002002 

Water Distribution - Urban Water 

204_A2 

Distribution Mains - Planned Maintenance - Material 

369 300 

391 500 

413 000 

All Wards 

HLELAS 

All Councillors 

FX016001002002 

Water Distribution - Urban Water 

204J32 

Distribution Mains - Unplanned Maintenance - Material 

29 000 

30 700 

32 400 

All Wards 

HLELAS 

All Councillors 

FX016001002002 

Water Distribution - Urban Water 

222J34 

Machine Tools (Repairs To) - Unplanned Maintenance - Contracted Services 

8100 

8 600 

9100 

All Wards 

HLELAS 

All Councillors 

FX016001002002 

Water Distribution - Urban Water 

224_A2 

Meters - Planned Maintenance - Material 

2 429 600 

2 575 400 

2 717 000 

All Wards 

HLELAS 

All Councillors 

FX016001002002 

Water Distribution - Urban Water 

224_A4 

Meters - Planned Maintenance - Contracted Services 

496 500 

526 300 

555 200 

All Wards 

HLELAS 

All Councillors 

FX016001002002 

Water Distribution - Urban Water 

224J32 

Meters - Unplanned Maintenance - Material 

693 700 

735 300 

775 700 

All Wards 

HLELAS 

All Councillors 

FX016001002002 

Water Distribution - Urban Water 

238.3B2 

Retie. Maintenance - Unplanned Maintenance - Material Retie North 

300 

300 

300 

All Wards 

HLELAS 

All Councillors 

FX016001002002 

Water Distribution - Urban Water 

238_A2 

Retie. Maintenance - Planned Maintenance - Material 

1 767 800 

1 873 900 

1 977 000 

All Wards 

HLELAS 

All Councillors 

FX016001002002 

Water Distribution - Urban Water 

238_A4 

Retie. Maintenance - Planned Maintenance - Contracted Services 

2 848 500 

3 019 400 

3 185 500 

All Wards 

HLELAS 

All Councillors 

FX016001002002 

Water Distribution - Urban Water 

238J32 

Retie. Maintenance - Unplanned Maintenance - Material 

1 711 100 

1 813 800 

1 913 600 

All Wards 

HLELAS 

All Councillors 
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ANNEXUREJ 


FX CODE 

FX DESCRIPTION 

GL CODE 

PROJECT DESCRIPTION 

DRAFT BUDGET 
AMOUNT 
2018/2019 

DRAFT BUDGET 
AMOUNT 
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DRAFT BUDGET 
AMOUNT 
2020/2021 

WARD NUMBER 
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DEPUTY MUNICIPAL 

MANAGER 

WARD COUNCILLOR 

FX016001002002 

Water Distribution - Urban Water 

238J34 

Treatment-Sewerage Services 

3 692 500 

3 914100 

4 129 400 

All Wards 

HLELAS 

All Councillors 

FX016001002002 

Water Distribution - Urban Water 

238J36 

Retie. Maintenance - Unplanned Maintenance - Hire Of Plant And Equipment 

786 800 

834 000 

879 900 

All Wards 

HLELAS 

All Councillors 

FX016001002005 

Function:Water ManagementCore Function:Water Distributk 

238_A4 

Retie. Maintenance - Planned Maintenance - Contracted Services 

305 500 

323 800 

341 600 

All Wards 

HLELAS 

All Councillors 

FX016001002005 

Function:Water ManagementCore Function:Water Distributk 

238J34 

Treatment-Sewerage Services 

330 600 

350 400 

369 700 

All Wards 

HLELAS 

All Councillors 





170 999 800 

181 260 300 

191 230 600 
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